Till the Doctor Comes

children, and that she had never taken a lover because the only
man she liked was in Seattle. She wept in the most horrible
way.

After I left her, I called up Sally, and she said that Jake
was there and still retching, that I could hear him over the
phone. Then I called up Hollo Furstman, and by some diaboli-
cal chance Alys Ludovici was there, so I said I couldn't go
around, but had to talk to her and promise to see her, and it
brought up that whole horrible affair.

And the most damnable thing of all was that when I got
home and was going to bed, I broke both my watch and my
glasses.

XIL Miss Barrows
and Doctor Wirt
MISS ALICE BARROWS and Doctor William A. Wirt had
for twenty years been friends and allies in the field of ad-
vanced education.
Doctor Wirt is the inventor of the school system which he
prefers to have called the work-study-play plan, but which is
more commonly known as the Gary system. After experiment-
ing with it first in 1902 in his native town of Bluffton, Indiana,
he went on as school superintendent to Gary. Gary was then
simply a tract of land which had recently been bought by the
Steel Corporation and named after its honored chairman, and
where there were only three hundred people.
Doctor Wirt had been inspired and influenced by John Dewey
and William Morris. He wanted schools where the children
would have a chance at an all-around cultural development and
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